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INSERT IN CATALOG No. 


1) GillGlassXhixtureCompany 


Commercial | Residential 


Lighting Lighting 


Glassware - 
and 


Lighting 
Pixtures 






SUPPLEMENT TO CATALOG No. 18 





Philadelphia. U.S.A. 











Finish: 
Antique Gold and Poly. 


Glassware: 


Genuine Amber Crackle-glo. 


% 


No. 5135 (5 lights) 


Length 36 inches—Spread 20 inches 











One to a Standard Package 


Price, Wired, $13.50 List 


PRINTED INU.S. A. 








‘‘Numarque’’ Line 
Design by Aglow 


Illustrating a beautiful line of “Shaded 
Light” fixtures made of High Grade cast- 


ings and furnished with ‘““Genuine Amber 
Crackle-glo” glassware—at a price within 


reach of all. 








When Ordering 


Please specify 
number desired. 





| Keyless sockets used 
| throughout. 





No. 5101 (1 light) 
Length 101% inches 
Extension 6) inches 
Four to a Standard Package 
Price, Wired, $4.20 List 
(With Canopy Switch) 





wow 


ooo 


‘‘Numarque’’ Line 


NOTE 


Exxtures arevais 
wired with approved 
wiring materia! and 
are Polarized and 
tested before being 


packed. 





No. 5123 (3 lights) 
Length 10 inches 


Spread 15 inches 


Four 
to a Standard Package 


Price, Wired, $9.45 List 





No. 5141 (1 light) 
Length 13 inches 
Spread 6 inches 

One 
to a Standard Package 
Price, Wired, $7.50 List 


Cw 


No. 5122 (2 lights) 
Price, Wired, $7.05 List 





No. 5125 (5 lights) 


Length 11 inches 
Spread 20 inches 


One 
to a Standard Package 


Price, Wired, $12.75 List 


NOTE 


Fixtures are all 
packed complete 
with glassware, in 
individual and spe- 
cially constructed 
cartons — with illus- 
trated labels affixed 


to denote the con- 





tents. 





No. 5132 (2 lights) 

Length 36 inches—Spread 15 inches No. 5151 (1 Light) 

Four to a Standard Package : 
Price, Wired $7.80 List 


Length 36 inches 
Spread 6 inches 


One toa 
Standard Package 


Price, Wired, $9.00 List 


cw 
No. 5133 (3 lights) 
Price, Wired, $10.20 List 


PRINTED IN U. 


Ss. 


A. 





No. 2735—(5 Lights) 2 
Length 42 inches—Spread 19 inches 
One to a Standard Package 


Price, Wired $15.00 List 


‘‘Miodesque’’ Line 
Design by Aglow 


HE ‘“Modesque” Line of Lighting 
Fixtures is the newest addition to the 
“Shaded Light” styles produced by us. 
Made of Cast Aluminum and finished 
in the beautiful ““SPLATINA”’ | finish, 
which combines harmoniously with the 
Genuine Amber Crackle-glo shades to 
produce a most pleasing effect. 
The ‘‘Modesque” line at the prices 
quoted will command instant attention as 
a Sales Producer. 


TFinish:—PLATINA. 
Glassware :— 


Genuine Amber Crackle-glo. 





No. 2701—(1 Light) 
Length 914 inches—Extension 7 inches 
Four to a Standard Package. 


Price, Wired $4.20 List 
[With Canopy Switch] 


Fixtures are all packed complete with glassware in individual and specially 


constructed cartons, with illustrated labels affixed to denote the contents. 


‘‘Niodesque’’ Line 


Fixtures are wired with approved 
wiring material. Polarized and 
tested. 

Keyless sockets furnished 
throughout. 





No. 2641—(1 Light) 
Length 12 inches—Spread 10 inches 
Four to a Standard Package 


Price, Wired $6.15 List 





No. 2631—(1 Light) 
Length 13 inches 
Spread 6 inches 

Four to a Standard Package 


Price, Wired $3.90 List 





No. 2725—(5 Lights) 
Spread 19 inches 
One to a Standard Package 


Price, Wired $15.00 List 





No. 2733—(3 Lights) 
Length 42 inches—Spread 15 inches 
Four to a Standard Package 





No. 2722 2 Lights) 


1s Spread 15 inches Price, Wired $10.65 List 
; eg oe v ney oo Four to a Standard Package 
Length 42 inches—-Spread 10 inches é : * ot |p ‘ y 27—( 
Four to a Standard Package Price, Wired $8.55 List Vince ee a Stand Pee 
Price, Wired $8.40 List No. 2723—(3 Lights Price, Wired $8.55 List 


Four to a Standard Package 


Price, Wired $10.65 List 





™ 





o ? ‘‘Numorr’’ Line 
Finish: 
Design by Aglow 
Platina-Poly. 
A line of real “Shaded Light” fixtures 
Glassware: k ; 
rae made of cast aluminum—highly polished 
Genuine Amber Crackle-glo. : 
and with touches of color which har- 
LY Pi Ee Oe no ea monize with the glassware. 
ey ey é 


€ eens 
Crea 


The Genuine Amber Crackle-glo shades 
produce a brilliant and pleasing glow but 
the glare of the lamp filament is elim- 


inated. 





No. 901 (1 light) 
No. 935 (5 lights) Length 12 inches 
Length 36 inches—Spread 20 inches Extension 7)% inches 
One to a Standard Package Four to a Standard Package 


: : : Priced, Wired, $6.00 List 
P ; s ; 
riced, Wired, $18.75 List (With Canopy Switch) 





PRINTED INU. S.A. 


‘‘Numorr’’ Line 
NOTE NOTE 


Fixtures are all Fixtures are all 


wired with ap- packed complete 


proved wiring with glassware in 


aterial and are MA tHe: 
material anc individual and 


Polarized and : 
specially con- 


Tested before 
structed cartons. 
Illustrated labels 


are affixed to 


being packed. 
Keyless sockets 
only are fur- 
nished through- denote the con- 


out. tCeNUS. 





No. 925 (5 lights) 


Length 12 inches 
Spread 20 inches 


One 
to a Standard Package 


Price, Wired, $15.75 List 





No. 923 (3 lights) No. 922 (2 lights) 
Length 10 inches—Spread 15 inches Length 10 inches—Spread 15 inches 
Four to a Standard Package Four to a Standard Package 
Priced, Wired, $11.55 List Priced, Wired, $9.45 List 





No. 933 (3 lights) No. 932 (2 lights) 
Length 36 inches—Spread 15 inches Length 36 inches—Spread 15 inches 
Four to a Standard Package Four to a Standard Package 


Priced, Wired, $13.55 List Price, Wired, $12.45 List 


Fintsh: 
PLATINA. 


Glassware: 


Genuine Amber Crackle-glo. 


Ser Ter eevee cheers 


No. 2635 (5 Lights) 


One to a Standard Package 
Price, Wired, $21.00 List 





PRINTED INU. S.A. 





Length 36 inches—Spread 181% inches 





‘‘Numode’’ Line 
Design by Aglow 


A line of Lighting Fixtures of Modernistic 
Design made of Cast Aluminum and 
beautifully finished to harmonize with the 


glass shades. 


The Genuine Amber Crackle-glo glass 
eliminates the glare of the lamp filament 
and produces a pleasing and brilliant glow 
harmless to the eyes—truly ‘Shaded 


Licht:? 





No. 2601 (1 Light Bracket) 
Length 1234 inches—Spread 6% inches 


Four to a Standard Package 


Price, Wired, $6.90 List 
(With Canopy Switch) 





W 











‘*‘Numode’’ Line 


NOTE 


Fixtures are all wired 
with approved wiring 
material and are Polar- 
ized and Tested before 
being packed. Keyless 


sockets only are fur- 


nished throughout. 





f, 
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No. 2625 (5 Lights) 


Length 1814 inches 
Spread 1814 inches 
One to a Standard Package 
Price, Wired, $20.25 List 





a 
WHEN ORDERING 
Please specify Number and 
Finish. No. 2631 (1 Light) 
2) : Length 13 inches 
x DO ees) 
= Ee 


Spread 6 inches 
Four to a Standard Package 
Price, Wired, $3.90 List 








No. 2641 (1 Light) 


Length 12 inches 
Spread 10 inches 


Four to a Standard Package 
Price, Wired, $6.15 List 


NOTE 


Fixtures are all 
packed complete 
with glassware in 
individual and 
specially con- 
structed cartons. 
Illustrated labels 
are affixed to 
denote the con- 


tents. 











‘*Numode’’ Line 


(a) (‘@) 
Le eZ 
Finish: 
PLATINA. 
Glassware: 
Genuine Amber Crackle-glo 
glass shades. 
@) @) 
es ey 





No. 2645 (5 Lights) 

Length 12 inches 

Spread 18% inches 
One to a Standard Package 


Price, Wired, $15.00 List 





‘*‘Numode’’ Line 





No. 2623 (3 Lights) 


Length 10 inches 
Spread 15 inches 


Four to a Standard Package 
Price, Wired, $10.20 List 


Glassware: 


Genuine Amber Crackle-glo. 





No. 2651 (1 Light) 


Length 36 inches 1S) eee, niagay Sass) 
== iy = 
Spread 10 inches ns, | ; 
Four to a Standard Package 4 : ‘uu 


apa uty 
Price, Wired, $8.40 List A wy 





No. 2622 (2 Lights) 


Length 10 inches 
PLATINA Spread 15 inches 
Four to a Standard Package 
Price, Wired, $7.80 List 


Finishes :— 
Colonial Brass or Polished Silver. 


Glassware :— 
Ivory or ‘“‘White Hyperion.” 











No. 2835—(5 Lights) 


Length 42 inches—Spread 20 inches 
One to a Standard Package 


Price, Wired $22.50 List 


PRINTED INU. S.A. 





‘‘Colony’’ Line 


Design by AGLow 


[sie ees an entirely new 


line of ‘‘Colonial” type fixtures with 


a “Moderne” touch. The simplicity of 


lines of both the fixtures and glassware 


is pleasingly delightful, and materially 


enhance the interior of the home. 


Please mention FINISH and 


Color of Glassware desired. 





No. 2802—(2 Lights) 
Length 11 inches 


Spread 914 inches 


Two to a Standard Package 


Price, Wired $7.65 List 


ed 





‘‘Colony’’ Line 





Finishes :— 


Colonial Brass. 


Polished Silver. 











No. 2825—(5 Lights) 


Length 18 inches 
Spread 20 inches 


One to a Standard Package 
Price, Wired $20.55 List 





NOTE 


Fixtures are all packed 





complete with glassware 
in individual and espe- 
cially constructed car- 


tons. 





Illustrated labels affixed 


to denote the contents. 


No. 2851—(1 Light) 


Length 42 inches 
rma LE Spread 614 inches 
‘e 











One to a Standard Package 


Price, Wired $10.05 List 
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‘‘Colony’’ Line 





| Genuine “IVORY.” 


*) SES S By 
| Glassware:— => 
“Hyperion” White. 








| 
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No. 2822—(2 Lights) 
Length 16 inches 


Spread 15 inches 
One to a Standard Package 


Price, Wired $10.50 List 


No. 2823—(3 Lights) 
Price, Wired $13.35 List 


. £ Fait, 
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NOTE | 


Fixtures are all wired 





with approved wiring | 

| material and are Polar- | 
No. 2833—(3 Lights) | ized and Tested before | 
Length 42 inches—Spread 15 inches being packed. Keyless | 


One to a Standard Package. sockets only are fur- | 


| 

| 
Price, Wired $15.30 List | nished throughout. ! 

| 


No. 2832—(2 Lights) 
Price, Wired $12.60 List 





‘‘Colony’’ Line 


Finishes :— 


Colonial Brass. 
Polished Silver. 
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> 
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Glassware :— 


Genuine “IVORY.” 
“Hyperion” WHITE. 
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No. 2841—(1 Light) 


Length 20 inches 
Spread 6% inches 
One to a Standard Package 


Price, Wired $8.10 List 


#2) 2) 











wo aed 
WHEN ORDERING 
Please mention :— 
Number of Fixture. No. 2801—(1 Light) 
Finish of Fixture. Length 11 inches 
So Extension 64 inches 
| Color of Glassware. Two to a Standard Package 
e a - me) Price, Wired $5.25 List 


> a 


Finishes :— 


Colonial Brass. 
Polished Silver. 








No. 835-C—(5 Lights) 
Length 42 inches—Spread 20 inches 
One to a Standard Package 
Price, Wired $26.25 List 


No. 835-M—(5 Lights) 
Price, Wired $27.75 List 


PRINTED INU. S.A. 


‘‘Plymouth’’ Line 
Design by Aglow 


HERE can be no doubt that the fix- 

tures illustrated in this folder are 
entirely new in design and construction. 
With a feeling of the “Colonial” yet with 
an added touch of the “Moderne,” these 
fixtures should appeal instantly. Made of 
Brass with Crystal or White Cylinders 
and furnished in either Colonial Brass or 
Polished Silver as desired and priced 
within reach of all. 


NOTE 


““C’—After a number denotes 
clear Crystal glass. 

*“M”’— Denotes White glass — 
black striped. 





No. 801-M—(1 Light) 
Extension 61% inches 
Two to a Standard Package 


Price, Wired $6.00 List 


No. 801-C—(1 Light) 


Price, Wired $5.70 List 
[With Canopy Switch] 
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‘‘Plymouth’’ Line 
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No. 832-M—(2 Lights) 


Length 42 inches—Spread 15 inches 
One to a Standard Package 


Price, Wired $15.60 List 


No. 832-C—(2 Lights) 
Price, Wired $15.00 List 


No. 833-M—(3 Lights) 
Price, Wired $19.20 List 


No. 833-C—(3 Lights) 
Price, Wired $18.30 List 


(@) 
aed 
Finishes :- 
Colonial Brass. 
Polished Silver. 
(a) 
ey 





Fixtures are all packed, complete 
with glassware, in individual and 
especially constructed cartons— 
with illustrated labels affixed to 


denote the contents. 





No. 851-C—(1 Light) 
Length 42 inches 
Spread 6% inches 

One to a Standard Package 


Price, Wired $10.50 List 


No. 851-M—(1 Light) 
Price, Wired $10.80 List 
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(@) 
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‘‘~Plymouth’’ Line 


Se a 
Fixtures are all wired complete 
with approved wiring material 
and are polarized and tested 
before being packed. 





Keyless sockets used throughout. 


2) (@) 
ev Ye 
2) (@) 
cy ey 
“C”’_After a number denotes 





clear Crystal glass. 
““M’’—Denotes White glass — 


No. 825-C—(5 Lights) | 
Length 18 inches—Spread 20 inches | black striped. 
~ 


One to a Standard Package 
Price, Wired $22.65 List 


No. 825-M—(5 Lights) 
Price, Wired $24.15 List 


No. 823-C—(3 Lights) 


Length 16 inches—Spread 15 inches 
One to a Standard Package 


Price, Wired $14.70 List 


No. 823-M—(3 Lights) 
Price, Wired $15.60 List 


No. 822-C—(2 Lights) 
Price, Wired $11.40 List 


No. 822-M—(2 Lights) 
Price, Wired $12.00 List 





No. 841-M—(1 Light) 


Length 20 inches 
tr Spread 6% inches 
Finishes :— One to a Standard Package 


Colonial Brass. Price, Wired $7.65 List 


Polished Silver, No. 841-C—(1 Light) 


Price, Wired $7.35 List 


(ie 
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‘‘Plymouth’’ Line 


WHEN ORDERING 


Finishes :— 


Colonial Brass. Please mention: 
Polished Silver. Fixture Number 


Glassware—‘C” or “M” 


Finish of Fixture desired 





No. 802-C—(2 Lights) 


Spread 914 inches 
One to a Standard Package 


Price, Wired $8.55 List 


No. 802-M—(2 Lights) 
Price, Wired $9.15 List 





No. 835-M—(5 Lights) 
Length 42 inches—Spread 20 inches 


“C”’—Denotes Crystal Glass. 
One to a Standard Package “N1’’—White Glass—Black 
Price, Wired $27.75 List Striped 
Striped. 
No. 835-C—(5 Lights) 
Price, Wired $26.25 List 


WA 
















Modernlites 


Made of “HYPERION” Glass 


(Photometric tests of “HYPERION” Glass show Lighting Efficiency averaging 88% ) 


CEIGO 

















No. 1709 
No. 1709 D 
. Dimensions Weight 
N Price Each Standard | 
Graber List | Package Width Length Fitter Standard Package 
4 | 9 x 6% x 4 11 lbs. 
4 12 x 8144 x 6 17 lbs. 
2 14 x 9% x 6 13 Ibs. 
1 16 x 10 x 6 9 lbs. 
4 9 - 6% x 4 11 lbs. 
4 | 12 x 814 x 6 17 lbs. 
2 14 x 9% x 6 13 Ibs. 
1 | 16 x 10 x 6 9 lbs. 
— —_—__—_— — 
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